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WASHINGTON, D.C. 20510 

October 16, 1975 



Mr. Harold Weisberg 
George Washington Hospital 
Room 2221 

901 23rd Street, N.W. 

Washington, D. C. 20037 

Dear Harold: 

I am sorry I missed your telephone call yesterday 
but it was thoughtful of you to let me know where you 
are located. I hope they take good care of you there 
and you are back on your feet very soon. 

We will be continuing our inquiry and look forward 
to working with you; Senator Schweiker joins me in wishing 
you a speedy recovery. 



Legislative Counsel to 
Senator Richard S. Schweiker 
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